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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 305384 

43 

ORIGIN EB-07 

INFO OCT-01 EUR- 1 2 NEA-10 ISO-OO CAB-05 CIAE-00 COME-OO 

DODE-OO DOTE-OO INR-07 NSAE-00 FAA-00 /042 R 

DRAFTED BY EB/AVP:JKGORDON:VLV 
APPROVED BY EB/AVP:AJWHITE 
FAA/AIA-242 - R.CARMEL (SUBS) 

COMMERCE - S.LEON (SUBS) 

076516 

P R 311730Z DEC 75 
FM SECSTATE WASHDC 
TO AMEMBASSY BEIRUT PRIORITY 
INFO AMEMBASSY ROME 
AMCONSUL FRANKFURT 

UNCLAS STATE 305384 

E.O. 11652: N/A 

TAGS: EAIR, BEXP, LE 

SUBJECT: MOBILE ILS AND CONTROL TOWERS 
REF: BEIRUT 15354 

ROME FOR RCAA, FRANKFURT FOR FAA (ABEI) 

1. MOBILE ATC TOWER MAY BE PURCHASED FROM: 

(A) RCA, 1901 N. MOORE ST., ARLINGTON, VA„ 22209; 

(B) RAYTHEON, 141 SPRING ST.. LEXINGTON, MASS. 02173, 
CABLE RAYTHEONEX; 

(C) FEDERAL ELECTRIC CORP., 621 INDUSTRIAL AVE., 

PARAMUS, N.J. 07652 

2. MOBILE ILS MAY BE PURCHASED FROM; 

(A) TEXAS INSTRUMENTS INC. EQUIPMENT GROUP, PO BOX 6015, 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 305384 

DALLAS, TX 75222, CABLE TEXINS; 
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(B) FEDERAL ELECTRIC CORP. FEDERAL ELECTRIC STATES 
READINESS PROVIDE TOWER/ILS PACKAGE AS PRIME CONTRACTOR. 

3. EQUIPMENT IS READILY AVAILABLE IN VARIOUS CONFIGURA- 
TIONS AND CAPABILITIES, I.E., ILS WITH OR WITHOUT MARKER, 

ETC. ROBINSON 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: GOVERNMENT PROCUREMENT, NAVIGATIONAL AIDS, AIR TRAFFIC CONTROL 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 31 DEC 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE305384 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JKGORDON:VLV 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750451-0613 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 23/aaaaacom. tel 

Line Count: 67 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 BEIRUT 15354 
Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 JUN 2003 by ReddocGW>; APPROVED <09 FEB 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MOBILE ILS AND CONTROL TOWERS 
TAGS: EAIR, BEXP, LE, US 
To: BEIRUT 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 
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